AMENDMENT NO. 2 MAY 2012 
TO 
IS 10170 : 1982 SPECIFICATION FOR BYPRODUCT 
GYPSUM 


[Page 4, clause 3.2(b)] — Substitute ‘Quantity of the material in the 
package,’ for ‘Mass of the material in the package,’. 


(FAD 7) 
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